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a| EC Certificate of Conformity 
(to EC Directive 99/5-89/336-93/68-73/23) 


CE® 


DECLARATION OF CONFORMITY N° 02050601 


Manufacturer: C.T.E. International S.r.l. 

Address: Via Sevardi 7 42010 Mancasale Reggio Emilia 
Products Name: NAUTICO 

Product Type: Hand portable marine transceiver 


The product above described is in conformity with the following Specifications based on sample 


testing: 

Standard Title Edition 
Date of issue 

EN 301 178-2 Electromagnetic compatibility and Radio spectrum Matters V 1.1.1 (07-2000) 


(ERM);Portable Very High Frequency (VHF) radiotelephone 
equipment for the maritime mobile service operating in the VHF 
bands (for non-GMDSS applications only);Part 2: Harmonized 
EN under article 3.2 of the R&TTE Directive 


ESSENTIAL REQUIREMENTS ONLY 


EN 301 843-2 Electromagnetic compatibility and Radio spectrum Matters V1.1.1 (02-2001) 
(ERM); ElectroMagnetic Compatibility (EMC) standard for 
marine radio equipment and services; Part 2: Specific conditions 
for radiotelephone transmitters and receivers * 


EN 60950 Safety of information technology equipment 1992 


Supplementary information relevant the conformity assessment result: 
Above mentioned equipment is conform to ESSENTIAL REQUIREMENT foreseen by the standard. 
Conformity assessment procedures are referred to art. 10(4) linked with Annex III of Directive 
1999/5/ec.The test sample fulfils the requirements specified above, on the basis of test result. 
* The RTX is not intended to be used for SOS message, the maximum power is 5 W and the maximum 
degradation of performance is 30 dB (SINAD). 
The product herewith complies with the requirements of EC Directive 1999/5/EC, 73/23/EEC, 
89/336/EEC. 


Reggio Emilia 06/05/02 CTE International 
Quality Assurance Manager 
Peterlini Stefano 
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